CVIi 


CENTRAL VALLEY 
TOXICOLOGY, INC. 


Case Name: 

Doe, 


Specimen Description: 


TOXICOLOGY NUMBER: CVT-14-13895 

John 

9.25 ml femoral blood (2 gray top vials) & 1.5 ml vitreous humor each labeled "Doe, 
John; CA0240000; 2014-00035835; 21108; MAS; (vit) 1040 hrs; (bids) 1050 hrs" 


Delivered by Tricor 


Date 19-Nov-14 Received by Bill Posey Date 19-Nov-14 


Request: Complete Drug Screen 

Requesting Agency 

Merced County Sheriff?Coroner 
455 E. 13th 
Merced CA 95340 


Agency Case # 14-35835 
Report To 

Merced County SheriffCoroner 
455 E. 13th 
Merced CA 95340 


Specimen: Femoral Blood Sample 


RESULTS 


Complete Drug Screen: No common acidic, neutral or basic drugs detected. 

No Ethyl Alcohol detected. 



B.L. POSEY 
S.N. KIMBLE 

Directors 

1580 Tollhouse Road 
Clovis, California 93611 
Phone (559) 323-9940 
Fax (559) 323-7502 




